ST.  MATTHEW'S  EVANGELICAL  LUTHERAN  CHURCH 

GALENA,  ILLINOIS 
Organized    1858.    Church    building    dedicated  1864. 
Stands    at   the    highest    point   in    "Old    Galena".  At 
night,   the   lighted   steeple  can   be  seen  for  several 
miles. 

Photo  by  H.  Brueckner 
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